To:  Griswold,  Hays[Griswold. Hays@epa.gov];  Ostrander,  David[Ostrander. David@epa.gov]; 

Hestmark,  Martin[Hestmark. Martin@epa.gov];  Cristiano,  Gina[Cristiano. Gina@epa.gov];  Sandoval, 
Joni[Sandovai. Joni@epa.gov];  Myers,  Craig[Myers. Craig@epa.gov];  Ackerman, 

Joyce[Ackerman.  Joyce@epa.gov] 

From:  Card,  Joan 

Sent:  Tue  8/1 1/2015  7:19:37  PM 

Subject:  RE:  Water  treatment 

Can  the  Unified  Command  address  this?  Do  they  need  to  be  doing  that  work?  Joan 

— Original  Message — 

From:  Griswold,  Hays 

Sent:  Tuesday,  August  1 1 , 2015  9:33  AM 

To:  Ostrander,  David;  Hestmark,  Martin;  Cristiano,  Gina;  Sandoval,  Joni;  Myers,  Craig;  Ackerman,  Joyce; 
Card,  Joan 

Subject:  Water  treatment 

A heads  up...  Water  treatment  is  working  fine  and  cement  creek  is.  Running  clear  however  the  county 
looks  like  they  are  starting  work  on  the  culverts  so  cement  will  get  muddy 

Sent  from  my  iPad 
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